February 18,2011 


NOTICE 


The Meeting of the Board of Directors of the Cook County Health and Hospitals 
System scheduled for Friday, February 25, 2011 at the hour of 7:30 A.M., 

has been rescheduled to Thursday, February 24, 2011 at the hour of 7:30 A.M., 

at John H. Stroger, Jr. Hospital of Cook County, 

1901 W. Harrison Street, in the fifth floor conference room, Chicago, Illinois. 


An agenda with the items to be considered will be available no later than forty-eight (48) 
hours prior to the meeting, and will be available at the following locations: 

Office of the Secretary to the Board of Directors 
Cook County Health and Hospitals System 
1900 W. Polk, Room 211, Chicago, Illinois 

Electronically at the CCHHS Board Secretary’s website 
http://legacv.cookcountvgov.com/secretary/CCHHS/CCHHS%20Inde 

x%20Homepage.htm 


XXXXXXXXXXXXXXXXXXXXX 


Deborah Santana 
Secretary 









